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Appendix  VI.

leftward axial stress is thereby caused, which must be balanced by
the pressure of the delivery water on the piston E.    The lower
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drawing is a two-stage pump of a similar design, but with one
great improvement: the wheels or impellers are placed back to
back, and the axial stress is thereby completely eliminated. The